The  Old  Trappe  Church,  Trappe,  Pa., 
built  in  1743  by  the  patriarch  of  the 
Lutheran  Church  in  America,  Henry 
Melchior  Muhlenberg,  is  the  oldest 
unaltered  Lutheran  Church  Building 
in  America. 
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